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LL our Furnace Fittings are made of 



IX bright, full weight tin plate, and 
No. 24 and No. 26 Galvanized Iron. All 
our pipe is hand made; our elbows the 
very best we can purchase. 

IXyTE aim to carry goods which will 



appeal to you on account of their 
quality, while at the same time we feel 
confident the price will meet with your 
approval. All our pipe and fittings are 
made to the standard of New England 
sizes. 





FURNACE FITTINGS 



♦ROUND HOT-AIR PIPE 
W 



6 inch, per foot 

7 inch, per foot 

8 inch, per foot 

9 inch, per foot 
10 inch, per foot 
12 inch, per foot 
14 inch, per foot 



20 inch, 





Asbestos 


Plain 


Covered 


$0.44 


$0.66 


.44 


.66 


.44 


.66 


.48 


.72 


.58 


.87 


.66 


1.00 


.86 


1.29 


1.48 


2.20 


1.82 


2.70 


2.14 


3.20 


2.58 


3.85 



*Round and oval pipe shipped in five foot lengths unless ordered otherwise. 
No charge for crating when ordered in 25 foot lots. 



*OVAL HOT-AIR PIPE 



Size 


Thickness 


Width 






of 


of 




of 






Asbestos 


Pipe 


Partition 




Pipe 


Plain 


Covered 












Per Foot 


Per Foot 


6 inches, 


ovaled to 3 inches 


X 


1V2 


inches 


$0.54 


$0.81 


7 inches, 


ovaled to 3 inches 


X 


9 


inches 


.54 


.81 


8 inches, 


ovaled to 3. inches 


X 


\0}4 inches 


.54 


.81 


9 inches, 


ovaled to 3 inches 


>; 


12 


inches 


.58 


.87 


10 inches, 


ovaled to 3 inches 


X 




inches 


.66 


.99 


12 inches, 


ovaled to 3 inches 


X 




inches 


.70 


1.05 


6 inches, 


ovaled to 4 inches 


X 


7 


inches 


.54 


.81 


7 inches, 


ovaled to 4 inches 


X 


m 


inches 


.54 


.81 


8 inches, 


ovaled to 4 inches 


X 


10 


inches 


.54 


.81 


9 inches, 


ovaled to 4 inches 


X 


ny 2 


inches 


.58 


.87 


10 inches, 


ovaled to 4 inches 


X 


13 


inches 


.66 


99 


12 inches, 


ovaled to 4 inches 


X 


16 


inches 


.70 


1.05 



*Round and oval pipe shipped in five foot lengths unless ordered otherwise* 
State whether for three or four inch partition. 



No charge for crating when ordered in 25 foot lots. 
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FURNACE FITTINGS 




90 DEGREE TIN ELBOWS 

Each Dozen 

6 inch $0.66 $6.96 

7 inch .76 8.20 

8 inch 88 9.60 

9 inch 1.00 11.00 

10 inch 1.16 12.60 

12 inch.... 1.48 16.20 

14 inch 1.90 

16 inch 3.24 

18 inch 3.88 

20 inch 5.40 

24 inch ; 7.18 



fa 



On Flat 



OVAL HOT-AIR ELBOW 




Size Thickness Width 






of of of 




Each 


Pipe Partition Pipe 




On Flat 


On Sharp 


6 in. t ovaled to 3 in. x 73^ 


in. . 


.. $1.58 


$1.62 


7 in., ovaled to 3 in. x 9 


in. . 


.. 1.76 


2 00 


8 in., ovaled to 3 in. x 10^ 


in. 


a i.94 


2.28 


9 in., ovaled to 3 in. x 12 


in. 


2.12 


2.58 


10 in., ovaled to 3 in. x 13^ 


in. 


.. 2.28 


2.64 


6 in., ovaled to 4 in. x 7 


in. 


1.58 


1.62 


7 in., ovaled to 4 in. x % l A 


in. . 


.. 1.76 


2.00 


8 in., ovaled to 4 in. x 10 


in. 


.. 1.94 


2.28 


9 in., ovaled to 4 in. x \l l A 


in. 


.. 2.12 


2.58 


10 in., ovaled to 4 in. x 13 


in. . 


.. 2.28 


2 64 



On Sharp 



In ordering, state always whether oval elbows are on 
flat or sharp. 




45 DEGREE OVAL TWO-PIECE 
TIN ELBOW 




Flat 

6 inch, ovaled to 3 inch x 73^ inch. 

7 inch, ovaled to 3 inch x 9 inch. 
*8 inch, ovaled to 3 inch x 10}^ inch . 

9 inch, ovaled to 3 inch x 12 inch. 



Sharp 



Each 
$1.06 
1.16 
1.18 
1.26 

10 inch, ovaled to 3 inch x 13 inch . 1-36 

In ordering, state always whether oval elbows are on flat or sharp 
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FURNACE FITTINGS 



30 AND 45 DEGREE TWO-PIECE TIN ELBOW 



6 inch 

7 inch 

8 inch 



Round 
Each Dozen 
$0.66 $7.38 
.66 7.38 
.66 7.38 



9 inch 
10 inch 
12 inch 



Round 
Each Dozen 
$0.78 |8,70 
.88 9.83 
1.20 13.15 



TIN REDUCING ELBOW 

Each 

7 to 6 inches $1 .58 

8 to 7 inches 1.70 

9 to 8 inches 1.90 

10 to 9 inches 3 .00 



TB 




FLOOR REGISTER BOX 

4 Inches Deep 

With Collar 6^2 In. Long Without Collar 

Less than 12 12 or More Less than 12 12 or More 

of a Size of One Size of a Size of One Size 

Each Per Dozen Each Per Dozen 

6x 8 inches $1.32 $14.38 $0.72 $8.08 

6x10 inches 1.40 15.22 .82 9.12 

7 x 10 inches 1.66 17.56 .94 10.18 

8 x 8 inches 1.60 17.56 .94 10.18 

8x10 inches 1.68 18.26 .94 10.18 

8x12 inches.. 1.72 18.96 1.00 10.90 

9x12 inches 1.98 21.78 1.16 12.66 

9x13 inches 1.98 21.78 1.16 12.66 

9x14 inches 1.98 21.78 1.16 12.66 

10x12 inches 2.04 22.12 1.22 13.00 

10x14 inches 2.04 22.12 1.22 13.00 

12 x 14 inches 2.34 25.28 1.34 14.74 

12 x 15 inches 2.34 25.28 1.34 14.74 

12 x 17 inches 2.72 32.42 1.60 17.56 

14x16 inches 2.72 32.42 1.60 17.56 

14x 20 inches 3.34 36.16 2.20 23.88 

16x20 inches 3.96 42.84 2.78 30.20 

In ordering, state size of collar wanted. We do not attach collars unless 
ordered to do so. Odd sizes made to order. 
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FURNACE FITTINGS 



DEEP, SIDE AND END REGISTER BOXES 



Deep 



Side 



93^2 Inches Deep 

6x 8 inches, each $1.98 

6 x 10 inches, each 2. 10 

7 x 10 inches, each 2.24 

8 x 10 inches, each 2.38 

8 x 12 inches, each 2.50 

9 x 12 inches, each 2.64 

10 x 12 inches, each 2.70 

10 x 14 inches, each. 2.90 



End 

REGISTER BOX COLLARS 
Flanged 

In ordering, state whether pipe is round or oval; unless otherwise stated, 
we send round 

6 inch Round $0.62 each 

7 inch Round .62 each 

8 inch Round . 78 each 

9 inch Round .86 each 
10 inch Round 1.06 each 
12 inch Round 1.24 each 

In ordering oval, state whether for three or four inch partitions. 



Oval $0.78 each 



Oval 
Oval 
Oval 
Oval 
Oval 



.78 each 
.90 each 
1.00 each 
1.22 each 
1 .44 each 




OVAL COMBINATION HEADER AND REGISTER BOX 




Register 



Size of Thick- 
Round ness of 
Pipe Partition 

6 in. ovaled to 3 or 4 in. 6 x 8 

6 

7 in. ovaled to 3 or 4 in. 7 x 10 



With Two Collars 
and Division 
Size of Plate 
Each 



■ x 81, 
i x 10/ 
x 101 
x 10/ 



8 in. ovaled to 3 or 4 in. 8 x 101 

8 x 12 f 

9 in. ovaled to 3 or 4 in. 8 x 121 

9 x 12 f 

10 in. ovaled to 3 or 4 in 9x12' 



10 x 

Other combinations made to order. Extra price. 
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121 

12/ 



$3.08 
3.26 
3.38 
3.66 
3.92 



With 
One 
Collar 
Each 

$2 20 
2.38 
2.50 
2.78 
3.04 




FURNACE FITTINGS 



OVAL TIN HEADER 

Bottom Top Top 

Header Header Header 

Thickness of Price with Two Collars with One 

Partition Collar and Division Collar 

— Ovaled to — Each Plate, Each Each 

3 in. x 734 in $1.98 $2.78 $1.88 

3 in. x 9 in -2.12 2.90 1.98 

3 in. xlO^in 2.24 3.04 2.12 

3 in. x 12 in 2.64 3.44 2.50 

3 in. xl3Hin 2.92 3.56 2.64 

4 in. x 7 in 1.98 2.78 1.88 

4 in. x 8J^in 2.12 2.90 1.98 

4 in. x 10 in 2.24 3.04 2.12 

4 in. x 1134 in 2.64 3.44 2.50 

4 in. x 13 in 2.92 3.56 2.64 



Top Header 



6'inch, 13 inch long. 
7jinch, 13 inch long. 
8^inch, 13 inch long. 
9„,inch ( 13 inch long. 



ROUND TIN HEADER 

Price with 2 collars, each $2.78 

Price with 2 collars, each .... 2.90 

Price with 2 collars, each .... 3.04 

Price with 2 collars, each 3.30 

In ordering state size of round collar 

BOOTS FOR OVAL HOT-AIR PIPE 



1T 



Made especially to connect the round cellar pipes with oval partition pipes. 
All sizes made with collars three inches long. 






Center Boot Flat Back Boot 

To fit pipe ovaled to three and four inches. 

Regular 
Center 

Diameter Top Boot 
of Collar of Boot Each 
6 inch 6 inch $2. 12 

6 inch 7 inch. 2.38 

7 inch 7 inch 2.38 

7 inch 8 inch 2.58 

8 inch 8 inch 2.58 

8 inch 9 inch 2.90 

9 inch 9 inch 2.90 

10 inch 10 inch 3.30 



Offset Boot 



Flat 
Back 
Boot 
Each 
$2.34 
12.64 
2.64 
2.90 
2.90 
3.04 
3.04 
3.30 



Offset 
Boot 
Each 
$2.38 
2.76 
2.76 
2.90 
2.90 
3.30 
3.30 
3.70 
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FURNACE FITTINGS 



TIN REDUCERS 

7 to 6 inches, each . $1.38 

8 to 7 inches, each 1.58 

9 to 8 inches, each 1 , 90 

10 to 9 inches, each 2 . 26 



ROUND TIN TEE 
With Division Plate 



6 inch with 6 inch lead off collars, each $2 . 75 

7 inch with 6 inch lead off collars, each 2.75 

7 inch with 7 inch lead off collars, each 2 . 85 

8 inch with 7 inch lead off collars, each ....... 2 . 85 

8 inch with 8 inch lead off collars, each 3.08 

9 inch with 8 inch lead off collars, each 3.08 

9 inch with 9 inch lead off collars, each 3 .30 



In ordering, state size of lead off collar. 



CEILING FLANGE WITHOUT COLLAR 

6 inch, each $0 . 78 9 inch, each 

7 inch, each 82 10 inch, each 

8 inch, each 1 . 10 12 inch, each 



CEILING FLANGE WITH COLLAR 

6 inch, each $1.32 9 inch, each $1.88 

7 inch, each 1.38 10 inch, each 2.20 

8 inch, each 1.66 12 inch, each 2,48 




SHEET IRON THIMBLES 

Black 
Per 
Dozen 

5 inch, 4 inches long $2.36 

5J/£ inch, 4 inches long 2.56 

6 inch, 4 inches long 2.56 

7 inch, 4 inches long 

8 inch, 4 inches long 

9 inch, 4 inches long 

10 inch, 4 inches long 

6 inch, 6 inches long 

7 inch, 8 inches long 

8 inch, 8 inches long 
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FURNACE FITTINGS 



GALVANIZED STEEL PIPE 
Full Lengths, 24 Inches Long 



3 
4 
5 

sy 2 

6 

7 

8 

9 
10 
12 
14 
16 
18 



inch, per foot. . 
inch, per foot, . . 
inch, per foot. . . 
inch, per foot . . . 
inch, per foot. . . 
inch, per foot. . . 
inch, per foot . . , 
inch, per foot . . . 
inch, per foot. . . 
inch, per foot . . . 
inch, per foot. . . 
inch, per foot. . . 
inch, per foot . . . 



Made Up 
24 Gauge 



$0.40 
.42 
.46 
.52 
.60 
.66 
.74 
.88 
1.10 
1.34 
1.60 



26 Gauge 
$0.26 
.28 
.32 
.34 
.36 
.40 
.48 
.54 
.60 
.76 



Nested 
24 Gauge 



$0.38 
.40 
.44 
.50 
.58 
.64 
.72 
.86 
1.08 
1.32 
1.58 



26 Gauge 
$0.24 
.26 
.30 
.32 
.34 
.38 
.46 
.52 
.58 
.74 



One-Half Lengths, 12 Inches Long 



Made Up Nested 
24 Gauge 26 Gauge 24 Gauge 26 Gauge 



3 inch, per length . . 




$ .30 




$ .28 


4 inch, per length . . 




.32 




.30 


5 inch, per length . . 


$0.44 


.36 


$0.42 


.34 


S l A inch, per length . . 


.46 


.38 


.44 


.36 


6 inch, per length . . 


.50 


.40 


.48 


.38 


7 inch, per length . . 


.56 


.44 


.54 


.42 


8 inch, per length . . 


.64 


.52 


.62 


.50 


9 inch, per length . . 


.70 


.58 


.68 


.56 


10 inch, per length . . 


.78 


.64 


.76 


.62 


12 inch, per length . . 


.92 


.80 


.90 


.78 



One-Quarter Lengths, 6 Inches Long 



Made Up Nested 
24 Gauge 26 Gauge 24 Gauge 26 Gauge 



6 


inch, per length . . 


$0.27 


$0.22 


$0.26 


$0.21 


7 


inch, per length . . 


.30 


.24 


.29 


.23 


8 


inch, per length . . 


.34 


.28 


.33 


.27 


9 


inch, per length . . 


.37 


.31 


.36 


.30 


10 


inch, per length . . 


.41 


.34 


.40 


.33 


12 


inch, per length . . 


.48 


.42 


.47 


.41 



Crating to be Charged at Cost 



GALVANIZED SMOKE-PIPE REDUCER AND INGREASER 



Each Dozen 

6 inch to"5 inch $0 . 94 $9.30 

7 inch to 6 inch 1.12 11.18 

8 inch to 7 inch 1.38 15.12 

9 inch to 8 inch 1.88 18.62 




9 



GALVANIZED SMOKE-PIPE ELBOW 



Less than 12 12 or More 



inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 
inch, 



made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 
made 



of 26 gauge steel 
of 26 gauge steel 
of 26 gauge steel 
of 26 gauge steel 
of 26 gauge steel 
of 26 gauge steel 
of 24 gauge steel 
of 26 gauge steel 
of 24 gauge steel 
of 26 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 
of 24 gauge steel 



of a Size 


One Size 


Each 


Per Dozen 


$0.43 


$4.28 


.52 


5.22 


.58 


5.94 


.62 


6.28 


.68 


6.82 


.72 


7.30 


.82 


8.20 


.82 


8-20 A 


.98 


• 9.76 M 


1.00 


10.14 M 


1.12 


11.28 W 


1.34 


13 -4H I; 


1.82 


18.22 lb 


2.84 


28.40 ■ 


5.12 




5.50 




5.80 




6.30 




7.20 






30 OR 45 DEGREE TWO-PIECE GALVANIZED ANGLE ELBOW 








Each 


Dozen 




Each 


Dozen 


3 


inch, 26ga . 


.$0.48 


$4.80 


8 inch, 24ga . 


.$0.90 


$9.04 


4 


inch, 26ga. 


. .48 


4.80 


9 inch, 24GA . 


. 1.04 


10.30 


5 


inch, 26ga . 


. .58 


5.80 


10 inch, 24ga. 


. 1.26 


12.62 


53^inch,26tJA. 


. .62 


6.20 


12 inch, 24ga. 


. 1.82 


18.12 


6 


inch, 26ga . 


. .64 


6.40 


14 inch, 24ga . 


. 2.75 




7 


inch, 26ga 


. .74 


7.40 






7 


inch, 24GA . 


. .82 

/ 

I 


8.16 









FURNACE FITTINGS 

GALVANIZED REDUCING ELBOW 

Each 

7 inch to 6 inch $2.26 

8 inch to 7 inch 2 . 68 

9 inch to 7 inch 3.26 

9 inch to 8 inch 3.26 

10 inch to 9 inch 3.76 
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GALVANIZED FURNACE GLEAN- 
OUT TEE 

With Gap 

Each 

6 inch $2.58 

7 inch 2 . 78 

8 inch 3 . 20 

9 inch 3.52 



GALVANIZED GAPS FOR GLEANOUT TEES 

State whether caps fit inside or outside 
Each 

5 inch $0.40 8 inch 

6 inch. 44 9 inch 

7 inch .56 10 inch 



Each 

$0.66 
.78 
.88 



FLANGED CASING COLLARS 

State whether for flat or cone top casing. 

Each Dozen 

6 inch. $0.44 $4.50 

7 inch 44 4,50 

8 inch 44 4.50 

9 inch.. , 50 5.50 

10 inch .54 5.60 

12 inch 64 6.50 

14 inch 80 8 .00 




OVAL GALVANIZED HEADERS 

8x7 inches $2.06 

8x8 inches 2.06 

9 x 8 inches 2.44 

10x9 inches 2.82 






OVAL TO ROUND GALVANIZED 
ELBOWS 

Always state whether on Flat or Sharp 

On Flat On Sharp 

Each 

8x7 inches $2.64 

8 x 8 inches 2.64 

9 x 8 inches 3.02 

When ordering Galvanized Headers or Oval Elbows give exact strap of 
Heater collar and width and length of oval collar. 
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COMMON IRON STOVE PIPE 




MADE COMPLETE 
Full Length, 24 Inches Long 

24 Gauge 
Refined 

3 and 4 inch, per joint 

A l /z inch, per joint 

5 inch, per joint $0.56 

534 inch, per joint .60 

6 inch, per joint .60 

7 inch, per joint .68 



26 Gauge 
Even 
Color 
$0.42 
.42 
.42 
.44 
.44 
.52 

Three-quarter lengths, 18 inches long, same price as full lengths 
Half Lengths, 12 Inches Long 



28 Gauge 
Even 
Color 
$0.34 
.36 
.36 
.38 
.38 
.44 





24 Gauge 


26 Gauge 


28 Gauge 




Even 


Even 




Refined 


Color 


Color 


3 and 4 inch, per half joint 




$0.25 


$0.21 


4J4 inch, per half joint .... 




.25 


.22 


5 inch, per half joint. . . . 


$0.32 


.25 


.22 


5)4 inch, per half joint. . . . 


.34 


.26 


.23 


6 inch, per half joint. . . . 


.34 


.26 


.23 


7 inch, per half joint. . . . 


.38 


.30 


.26 




Quarter Lengths, 6 Inches Long 




3 and 4 in., per quarter joint . 
434 inch, per quarter joint. . 

5 inch, per quarter joint. . 
534 inch, per quarter joint. . 

6 inch, per quarter joint. . 

7 inch, per quarter joint. . 



24 Gauge 
Refined 



$0.20 
.21 
.21 
.23 



26 Gauge 
Even 
Color 
$0.17 
.17 
.17 
.17 
.17 
.19 



28 Gauge 
Even 
Color 
$0.15 
.15 
.15 
.16 
.16 
.17 



Crating Black Pipe 1c. per joint net, no crating charge less than 25c. 

Tapering Full Lengths, 24 Inches Long 

26 Gauge 28 Gauge 

Even Even 

Color Color 

4 to 3 inches $0.50 $0.42 

534 to 4j^ or 5 inches -52 .46 

6 to 5 or 5 14 inches .52 .46 

634 to 5. SV 2 or 6 inches 60 .52 

7 to 5, S l / 2 or 6 inches 60 .52 

Three-quarter lengths, same price as full lengths. 

Tapering Half Lengths, 12 Inches Long 

26 Gauge 28 Gauge 

Even Even 

Color Color 

4 to 3 inches $0.29 $0.25 

534 to 4 34 or 5 inches 30 .27 

6 to 5 or 534 inches 30 .27 

6 Y 2 to 5, 5H> or 6 inches 34 .30 

7 to 5, 534 or 6 inches 34 .30 
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COMMON IRON STOVE PIPE 

EDGES TURNED— NESTED 
Full Length, 24 Inches Long 



5 inch, per crate of 25 joints. 
5)4 inch, per crate of 25 joints. 

6 inch, per crate of 25 joints. 

7 inch, per crate of 25 joints. 



26 
Gauge 
$ 9.00 
9.50 
9.50 
11.50 



Half Lengths, 12 Inches Long 



5 inch, per crate of 25 half joints 
53^2 inch, per crate of 25 half joints 

6 inch, per crate of 25 half joints 

7 inch, per crate of 25 half joints 



26 
Gauge 
$5.50 
5.75 
5.75 
6.75 



28 
Gauge 
$7.50 
8.00 
8.00 
9.50 



28 
Gauge 
$4.75 
5.00 
5.00 
5.75 




COMMON IRON STOVE PIPE FITTINGS 

^^^^ COMMON FLUE STOPPERS 

^BBBH I||E T° cover flue holes five to seven inches diameter. Can 
j^ r -—^gt-^T De papered over. 

jy ■ Dozen Gross 

^ ■ P Black $1.60 $16.00 

Galvanized 4.30 43.00 

COMMON IRON SMOKE-PIPE TEE 

Each 

3x3x3 inches $1.00 

4x4x4 inches 1.00 

5x5x5 inches 1 .20 

6x6x6 inches 1.20 

SMOKE-PIPE REDUCERS AND INCREASERS 

Black 
Each Dozen 

5 V 2 to 5 inches $0.82 $8.30 

6 to % or 5 Yi inches 82 8 . 30 

7 to 6 inches 82 8 .30 

Smaller than 5 inch, same price as 5 inch. 



BLACK STOVE BOOTS 

Each Dozen 

6 x6 inches $1.52 $15.08 

63^x6 inches 1,64 16.42 

7 x 6 inches 1.64 16.42 
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ELBOWS 



No. 1, 24 Gauge, Black Iron 

Grated, One Dozen in Grate 

5 inch, per dozen $6.70 

5 y inch, per dozen 7 . 30 

6 inch, per dozen 7.90 

7 inch, per dozen 11.10 




No. 2 No. 3 

26 Gauge 28 Gauge 

3 inch, per dozen $3 . 80 $3 . 44 

4 inch, per dozen 3 . 80 3 . 44 

4j/£ inch, per dozen. 4.10 3.80 

5 inch, per dozen 4 . 60 3 . 80 

Sy 2 inch, per dozen 4 . 80 4 . 20 

6 inch, per dozen 5.00 4.40 



RANGE HEADERS OR DRUM 
ELBOWS 



26 Gauge, Black Iron 

Size of 
Collar Size 

on of Common Extra 

Range Pipe Iron Long 

6 x iy 2 inches, per dozen $11.28 $13.66 
6x6 inches, per dozen 11.28 13.66 
6}4 x Sy 2 inches, per dozen 13.40 15.78 
(>y x 6 inches, per dozen 13.40 15.78 
7x6 inches, per dozen 13.40 15.78 

7 L x 7 inches, per dozen 13.40 15.78 




45 DEGREE ANGLE OR BEVEL 
ELBOWS 

26 Gauge 

Common 
Iron 

4 inch, per dozen $4 . 75 

A}4 inch, per dozen 4.75 

5 inch, per dozen 4.75 

5y inch, per dozen 5. 25 

6 inch, per dozen 5.40 
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ELBOWS 



ADJUSTABLE ELBOWS 
26 Gauge, Black Iron 

3 inch, per dozen $3.80 

4 inch, per dozen. 3.80 

43^2 inch, per dozen 4.10 

5 inch, per dozen 4 . 60 

5 3^ inch, per dozen 4 . 80 

6 inch, per dozen 5.00 

7 inch, per dozen 7.00 



DROP OR SLIP ELBOWS 



Position showing 

shortest drop. 
Made long here ta 
allow for jog in, 
chimney. 10 in. 





26 Gauge, Black Iron 

4 inch, per dozen $12 .00 5% inch, per dozen $12 . 76 

4}^ inch, per dozen 12.00 6 inch, per dozen 13.60 

5 _ inch, per dozen 12.00 7 inch, per dozen 15.62 



ONE-PIECE CORRUGATED BLACK 
ELBOWS 

5 inch, per dozen $2.80 

5^2 inch, per dozen 3.52 

6 inch, per dozen 3.52 



DRAFT BREAKERS 

For Gas Water Heater and Gas Stoves 
Prevent Back Draft from Blowing Out 
Burners 

List 
Each 

3 inch. . $1.45 

4 inch 1-85 

5 inch 2.70 

6 inch 3.00 
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SMOKE PIPE DAMPERS 

AMERICAN IDEAL 





Steel Spindle 

Size^ 

3 inch, per dozen $2 . 60 

4 inch, per dozen 2.80 

4 y% inch , per dozen 3 . 00 

5 inch, per dozen 3.00 

5 ]4 inch , per dozen 3.30 

6 inch, per dozen 3.50 



Size 

7 inch, per dozen . . $5 .00 

8 inch, per dozen ["8.00 

9 inch, per dozen 12 .00 

10 inch, per dozen 15.00 

12 inch, per dozen 18,00 

14 inch, per dozen 22 .00 



/ ^ PATENTED °<, \ 




AMERICAN DAMPER CLIP 

Per Dozen 
No. 1, small size, without tail 

piece $2.60 

No. 1, small size, with tail 

piece 3 . 00 

No. 2, large size, without tail 

piece 3.10 

No, 2, large size, with tail 

piece 3 . 50 



"AMERICAN" OVAL DAMPER 



1 

if'; ?! 





This Pattern is 



With Non-Breakable One-Piece Steel Spindle. 

Used in Oval Pipe 

Size Dimensions of 

Inches Plate, Inches Per Dozen 

4 4^x2 , $3.00 

SV 2 6V 8 xSH 3.50 

6 6V 8 x3H 4.00 

7 1Vsx3M 6.00 

8 8%x3M > 9.00 
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FURNACE DAMPERS 



UNCLE SAM STEEL DAMPERS— For Hot- Air Pipe 



6 inch, per dozen $1,15 8}4 inch, per dozen $2.45 

7 inch, per dozen 1.60 9 inch, per dozen 2.60 

8 inch, per dozen 2.20 9 inch, per dozen 2.80 




3-IN-l CHECK DAMPER 
Adapted to Any Position on Smoke-Pipe 




For Use on End of Pipe or Tee 
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FURNACE DAMPERS 



THE LAWSON 



DAMPER 




Size 


Each 




$3.60 




3.60 




3.60 




4.00 




4.80 




7.00 
8.00 


10 inch 





THE RICHARDSON & BOYNTON DAMPER 

Size Each 

43^2 inch $1.04 

5 inch 1.14 

S% inch 1.24 

6 inch 1.36 

7 inch. 1.56 

8 inch 2.40 

9 inch 2.60 

10 inch 2.96 

11 inch 4.40 

12 inch 6.00 



READ'S PATENT FURNACE DAMPERS 



Size 

6 inch . 

7 inch . 

8 inch. 

9 inch . 
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GLENWOOD FURNACE DAMPER 

Size Each 

53^ inch $3 60 

6 inch 3 60 

7 inch 4 80 

8 inch 6 00 

9 inch 720 

DOMESTIC WATER HEATERS 

The Domestic Water Heater is designed especially to fit 
Furnaces, and it is easily placed in position by simply 
removing the plates covering coil openings in feed door 
frame. 

This water heater can be used in any furnace that is 
provided with the usual coil openings. 



List, each. 



Black 
Iron 
$5.00 



Galvanized 
Iron 
$8.00 



FLUE BRUSHES 



LOOP WIRE BRUSH 

For cleaning the long and narrow 
flues of Sectional Boilers and other 
places equally difficult to get at. 

List, each. . $1.80 




No. 3 WIRE BRUSH 

Double Trimmed 

Si*. 444 x4 x2J£, list 

each. . SI. 00 
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FLUE BRUSHES 




Actual measure of brush }/i inch under the size List Each 

(Wire) Diameter I, 1J£, \%, 2 inch, $0.60 

(Wire) Diameter 2}£, 2}£, 2%, 3 inch, 80 

(Wire) Diameter 3J4 3%, 4 inch, 1.00 

(Wire) Diameter 4^, 4^, 4%, 5 inch, 1.20 

(Wire) Diameter 5JJ, 5}4, $ Z A, 6 inch, . 1 .40 

(Wire) Diameter 4 inch, with flexible wire handle 6 feet long 2.00 

(Wire) Diameter 5 inch, with flexible wire handle 6 feet long 2.20 

(Wire) Diameter 6 inch, with flexible wire handle 6 feet lojng 2.40 

(Bristle) Diameter 4 inch, with flexible wire handle 6 feet long. 4.00 

(Bristle) Diameter 5 inch, with flexible wire handle 6 feet long 5.00 

(Bristle) Diameter 6 inch, with flexible wire handle 6 feet long 6.00 

(Fibre) Diameter 4 inch, with flexible wire handle 6 feet long 2.20 

(Fibre) Diameter 5 inch, with flexible wire handle 6 feet long 2.50 

(Fibre) Diameter 6 inch, with flexible wire handle 6 feet long. . 2.7(L 




No. 2 WIRE BRUSH. 

Size 4J^2 x 4 x 1 list each . . . 



Flat Galvanized Iron Back 



SI. 00 



DUPLEX WIRE BRUSH 

Sizes List Each 

6x2 inches $2.00 > 

7x2% inches 2.20 




Handles for above Brushes 

3 ft. 4 ft. 5 ft. 6 ft. 

Stiff Rod Handle with coupling $0 .60 $0 . 80 $1 . 00 $1 . 20 

Flexible Wire Handle with coupling .60 .80 1 . 00 1 . 20 
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VENTILATORS AND CHIMNEY CAPS 




GLOBE 





Each 






Each 


2 inch. 


$1 


.00 


10 


inch . 


$5.75 


2}4 inch. 


1 


.00 


12 


inch . 


6.75 


2% inch. . 


1 


00 


14 


inch . 


13.00 


3 inch.. 


1 


50 


16 


inch . 


20.00 


3}4 inch . . 


1 


50 


18 


inch . 


27.00 


4 inch . . 


1 


75 


20 


inch . 


33.00 


4}^ inch . . 


2 


00 


24 


inch . 


40.00 


5 inch . . 


2 


50 


30 


inch . 


65.00 


SYz inch . . 


2 


85 


36 


inch . 


120.00 


6 inch , . 


3 


40 




inch . 


1 OA C\(\ 


7 inch . . 


4 


00 


48 


inch . . 


240.00 


8 inch . . 


4 


65 


60 


inch . . 


360.00 


9 inch . . 


5 


20 




/0 






CHIMNEY BASES 



Made to order. 

Give diameter of 
round top and in- 
side dimensions of 
flue. 

Prices on appli- 
cation. 





SHANTY GAPS 
GALVANIZED 

Each 

3 inch $1.20 

4 inch 1.20 

5 inch 1.40 

-6 inch.. 1.60 

7 inch 2.10 

8 inch 2.60 



ESPEY 

Each 

6 inches $6.00 

8 inches 8.00 

10 inches 10.00 

12 inches 15.00 

GALVANIZED IRON 
PAINTED (Rotary) 

Size List 

6 inch, each $10.92 « ^ 

8 inch, each 12.60 

10 inch, each 16.80 

12 inch, each 20.58 



COPPER 

Size 

6 inch, each. . . . 

8 inch, each 
10 inch, each 
12 inch, each 



(Rotary) 

List 
$17.56 
20.26 
27.00 
33.08 




ROTARY 
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REGISTERS, FACES AND BORDERS 

FOR EITHER FLOOR OR WALL 




BLACK JAPANNED 
REGISTERS, FACES AND BORDERS 
For Either Floor or Wall 



Size of Register Floor 

Opening Register Face Border 

6x 8 inches $1.55 $1.00 $1-15 

6x10 inches 1.60 1.05 1.20 

7x10 inches 1.65 1.10 1.25 

8x10 inches 1.65 1.10 1.25 

8x12 inches 1.90 1.30 1.50 

9x12 inches 2.10 1.45 1.65 

9x13 inches 2.95 2.00 2.00 

9x14 inches... 3.10 2 15 2.15 

10x12 inches 2.40 1.70 1.75 

10x14 inches 3,15 2.20 2.20 

12x14 inches 4.35 2.80 2.80 

12x15 inches 4.50 2.90 2.90 

12x17 inches 6.35 3.80 3.80 

14x16 inches 8.50 4.30 4.30 

14x20 inches 9.50 4.80 4.80 

16x20 inches 12.35 6.10 6.10 



We carry in stock registers of standard sizes and makes, and can furnish 
these goods in any finish desired at factory prices. 
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WOOD FACES 

SIZES, FREE AIR CAPACITIES 
AND LIST PRICES 

The following sizes represent a few 
of the most practical for the average 
floor installations. Remember that we 
can furnish any size face desired and 
that the following is a partial list on!>* 



Size of 
Wood Faces 


No. Sq. In. 
Free Air 
Space 


Diameter 
Round 
Pipe of 
Equal Area 


List 
Price 


Size of 
Wood Faces 


No. Sq. In. 
Free Air 
Space 


Diameter 
Round 
Pipe of 
Equal Area 


List 
Price 


8 x 30 in. 


144 


12 


$1 


67 


16x48 in. 


460 


24 


$5.33 


10x24 in. 


144 


12 


1 


67 


18 x30 in. 


324 


20 


3.75 


10 x 30 in. 


180 


14 


2 


08 


18x48 in. 


518 


24 


6.00 


10x36 in. 


216 


16 


2 


50 


20 x 20 in. 


240 


16 


2.78 


12 x 24 in. 


172 


14 


2 


00 


20 x 24 in. 


288 


18 


3.33 


12x30 in. 


216 


16 


2 


50 


20x30 in. 


360 


20 


4.17 


12x36 in. 


259 


18 


3 


00 


20 x 36 in. 


432 


22 


5.00 


12x48 in. 


345 


22 


4 


00 


20 x48 in. 


576 


26 


6.67 


14 x 20 in. 


167 


14 


1 


94 


22 x30 in. 


396 


22 


4.58 


14 x 24 in. 


201 


16 


2 


33 


24 x 24 in. 


345 


20 


4.00 


14x30 in. 


252 


16 


2 


92 


24 x 30 in. 


432 


22 


5.00 


14 x 36 in. 


302 


18 


3 


50 


24x48 in. 


691 


28 


8.00 


14x40 in. 


336 


20 


3 


89 


26x30 in. 


468 


24 


5.42 


14x48 in. 


403 


22 


4 


67 


28 x 30 in. 


504 


24 


5.83 


16 x 30 in. 


288 


18 


3 


33 


30x30 in. 


540 


26 


6.25 


16 x 36 in. 


345 


20 


4 


00 


30 x 36 in. 


648 


28 


7.50 




SLATE BORDERS 



For Register Each 

6x 8 inches $1.80 

6x10 inches 2.00 

7x10 inches 2.20 

8x10 inches 2.30 

8x12 inches 2.60 

9x12 inches 3.30 

9 x 13 inches 3.40 

9 x 14 inches 3.50 

10 x 12 inches 3.40 



For Register Each 

10 x 14 inches. $3.70 

12x14 inches 4.60 

12x15 inches 4.90 

12x17 inches 5.60 

14 x 16 inches 7.40 

14x20 inches 9.00 

16x20 inches 12.50 

18 x 24 inches 17.30 

20 x 24 inches 18.00 



ROUND REVOLVING REGISTERS 

Size Black Japanned 

Outside Price 

8 inch $0.75 

10 inch 90 

12 inch 1.20 

14 inch 1.80 

16 inch 2.40 
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SQUARE FLOOR AND CEILING REGISTER WITH 
ADJUSTABLE TIN BOX CONNECTING REGISTER 
WITH CEILING PLATE 




Size of 
Opening 
8 x 10 inch 
8x12 inch 
9x12 inch 
10 x 12 inch 
10 x 14 inch 
12 x 14 inch 
14 x 16 inch 



List 
Price 
$4.40 
4.80 
5.40 
6.40 
7.60 
10.00 
17.00 





O. K. THIMBLE 

Size 

5 inch, 4-7)4 inch extension. 

5 inch, 6-12 inch extension.. 

6 inch, 4-7 J^2 inch extension. 

6 inch, 6-12 inch extension. . 

7 inch, 4-734 inch extension. 

7 inch, 6-12 inch extension.. 

8 inch, 4-7 J4 inch extension. 
8 inch, 6-12 inch extension.. 



Per Dozen 
$10.00 
11.00 
11.00 
12.00 
13.00 
14.00 
15.00 
16.00 
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ERIE HOLLOW WARE 
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ACME FRY PANS 




ACME FRY PANS 

No Dozen Gross 

00 ' $2.90 $28.00 

0 4.00 40,00 

1 4.80 48.00 

2. 5.00 52.00 

3 6.30 64.00 

4 6.80 70.00 

5...... 7.60 78.00 

6 " " 10.00 100.00 

7 12.00 120.00 




ACME SPIDERS 

Size Each 

7 inch $0.90 

8 inch 1.20 

Pinch 1.50 

10 inch 1.80 



GEM PANS OR 
FRENCH ROLL PANS 




No. Size Cakes Per Doz. 

11 1 1 Y% inches x 6% inches 3 inches x 1 % inches x J4 inch $9.70 
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TITE TOP DUTCH OVENS— WITH BAIL 



OR FRENCH BAKE KETTLES 



No. 


Dia. 


Dia. 




Capacity 




Top 


Bottom 


Depth 


Quarts 


Each 


6 


8" 


7" 






$2.30 


7 


9" 


8" 


4" 




2.60 


8 


10" 


9" 


4M" 


5 


3.00 


9 


11" 


10K" 


4M" 


6 


3.40 


10 




11" 




8 


4.50 


11 


13 Ji" 


1W 


6" 


12 


6.00 



WAFFLE IRONS 



No. Each 

6 $2.45 

7 2.65 

8 3.00 

9 3.85 




Goal 





: a3V 


faau 




















\ SDQQ 


/ 




3Q^ 



No. Each 

77 $3.75 

88 4.25 

99 5.30 



Gas 

SINK STRAINERS 

Each Dozen 

For Elks, Somersworth, Dartmouth, Clover, Pilgrim and 

Peer less Sinks.... $0,40 S3 00 

For Plumbers' Sinks, 4>£ to 5 inches 30 3 . 00 

For Plumbers' Sinks, 5J^ to 6 inches 40 4.00 

Miscellaneous Strainers, 3 % to 5 inches ' . . .40 4 . 00 

Miscellaneous Strainers, S]4 to 63^ inches 50 5.00 



SINK COUPLINGS 

For Shallow or Plumbers' Sinks 
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$0.30 



13. CO 



SINKS 




DIAMOND 




GLOVER 








Direct 








Direct 




From 


from 




From 


from 


Dimensions 


Boston 


Foundry 


Dimensions 


Boston 


Foundry 


2434x15 x4" 


$3.20 


$3.15 


24xl6Mx4^" 


$3.60 


$3.25 


30 xl7J^x4M" 


3.55 


3.50 


30x18 x5" 


4.00 


3.65 


36 xl9 x4H" 


4.20 


4.05 


36x203^x5" 


4. 


70 


4.25 


42 x22 x5" 


5.30 


5.20 


42x22 x5" 


5. 


95 


5.40 


48 x23 x5" 


6.95 


6.80 


48x24 x5" 


7. 


80 


7.10 


54 x23 x5" 


8.90 


8.70 


54x24 x5" 


10. 


05 


9.15 


60 x23 x5" 


11.00 


10.85 


60x24 x5" 


12. 


35 


11.25 


72 x23 x5" 


15.35 


15.10 











Minimum crating charge 50c. Shipments of six or more, 10c. per sink. 



PLUMBERS' SINK— Plain 




Dimensions 

12 x 16x6 inch $2 .10 

12x20x6 inch 2.50 

16 x 24 x 6 inch 3.25 

18x24x6 inch 3.55 

18x30x6 inch 4.05 

18x36x6 inch 5.25 

20 x 30 x 6 inch 4.75 

20 x 36 x 6 inch 5.85 

20 x40 x 6 inch 6.25 



Dimensions 

20 x 42 x 6 inch $6.80 

20 x 48 x 6 inch 8.25 

22 x 36 x 6 inch 6.25 

22 x 42 x6 inch 7.50 

24 x48 x6 inch. 9.15 

24 x 60 x 6 inch 17.40 

24 x 72 x 6 inch 21.60 

24 x84 x6 inch 27.00 

24 x 96 x 6 inch 37.80 



Crating no charge. 

12 or more out of stock, 10% discount. 

12 or more shipped direct from factory special price on application. 
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SHOVELS 




No. 56 VICTOR 

Round Handle. Size of Scoop, 4^x8 inch. Entire Length, 20 inch. 
Japanned, per dozen tl.SO Japanned., per gross $20,00 



JTT Jt No. 57 VICTOR 
Round Handle. Size of Scoop, 5x8^ inch. Entire Length, 23 inch. 
Japanned, per dozen $2.20 Japanned, per gross $24 00 
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SHOVELS 




No. 60 U. S. 

Round Handle 

Size of Scoop, 4% x 8 inch. Entire Length, 16 inch. 

Japanned, per dozen $2 AO 

Japanned, per gross 25 . 50 



^■■PlilillM'Ti ' 



Size of Scoop, 5 x S}4 inch. 

Japanned, per dozen 

Japanned, per gross 



No. 65 U. S. 
Long Round Handle 

Entire Length, 23 inch. 



$3.20 
32.00 




No. 300 MONITOR 
Round Handle 

Extra Strong. Size of Scoop, 6x9 inch. Entire Length, 25 )4 inch. 

Japanned, per dozen $3 . 60 

Japanned, per gross * . . . . 38.00 

GALVANIZED SHOVELS 

No. Size of Scoop Length Overall Dozen Gross 

254 43^x7 inches 15 inches $1.70 $18.50 

257 5 x 8H inches 23 J£ inches 3.20 32.00 
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LIFTERS 




Dozen Gross 

Huse & Carleton No, 6D $1.70 $17.00 

Arctic No. IB 1.50 15.00 




Dozen Gross 

2-S (Loop Handle) $1.70 $17.00 



f 
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POKERS 



r 



WIRE HANDLE POKER 

No. Dozen Gross 

1 20 x l A inch, Nickeled Si . 80 $19 . 50 

2 20 x % inch, Nickeled 2 . 20 22 . 00 



f 



WROUGHT IRON POKER 



Dozen Gross 

24 x J^inch $3 .30 $33 .00 

30 x% inch 6.00 60.00 




— ^ , 

\§ FURNACE POKER 

Each 

3 feet x 3^; inch . . $1.00 

3^ feet x Y 2 , inch 1.10 

4 feet x Y<l inch 1.14 

43^ feet x W inch 1.20 

5 feet x % inch 1 . 64 

$V 2 feet x V H > inch 1.88 

6 feet x y% inch 2.10 



f 



HANDY POKERS (Loop Handle) 

Dozen 

20 x J^inch $1.70 



SCRAPER 

Dozen 

Japanned, 30 inch long $0.80 
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Gross 
$18.00 



Gross 
$8.00 




FLUE STOPPERS 

CROWN 
Diameter, 8% Inch 

Per dozen . . $2 . 00 Per gross . . $20 . 00 



PIPE COLLARS 





JAPANNED 

Dozen 

3 inch $1.30 

4 inch 1.50 

43^ inch 1.64 

.... 1.72 
.... 1.84 
.... 1.96 
.... 2.96 
.... 4.30 



5 inch. 
5}^i inch. 

6 inch. 

7 inch. 

8 inch. 



WIDE FLANGE 



Gross 
$12.30 
14.40 
16.00 
17.00 
18.40 
19.80 
27.60 
43.36 





Dozen 


Gross 


3 x 8 inches 


. . $1.76 


$17.50 


4 x 10 inches . 


.. 2.00 


20.00 


5 x 12 inches . 


3.00 


30.00 


5j^x 12 inches . 


. . 3.00 


30.00 


6 x 12 inches . 


.. 3.00 


30.00 


7 x 12 inches . 


,. 6.00 


60.00 




GROWN 






Dozen 


Gross 




$0.90 


$9.00 




1.10 


11.00 




1.20 


12.00 




1.40 


14.00 




1.50 


15.00 




1.80 


18.00 




3.60 


36.00 



STOVE RODS 

TAPPED AND HEADED 

Dozen 



10 inch (Laundry) $2 .00 

18 inches to 24 inches inclusive 2.00 

26 inches to 32 inches inclusive 2.50 

34 inches to 36 inches inclusive 3 .00 

40 inches to 42 inches inclusive 4.00 
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STOVE BRUSHES 




No. 

31. 



Each 
$0.80 




Dozen 
$9.00 
34.00 



No. 

3 C. M. Paint. 



Each 
$0.80 



Dozen 
$8.00 




BLACK VARNISH 

1 quart $1 .00 

^gallon.. 1.50 

1 gallon 2 . 70 

5 gallon can 10.00 

5 gallons in 1 gallon cans, per gallon ... 2 . 50 



ANNEALED WIRE 



No. 17 

Black $2.50 

Galvanized . 3.00 



Per Stone 
No. 18 
$2.50 
3.00 



No. 19 
$2.50 
3.00 



Black, Less than stone, $0 . 30 lb. 
Galv. " " " .40 " 



BOILER DOORS 





Each Size Each 

$3.00 6 x 8 $1.50 

4.50 7 x 9 1.90 

9 x 12 2.60 

10x12 3.00 

12x15 5.20 

14x20 8.00 

ASH DUMP 



No, 
1 




P A t Each 

7 x 10 inches $2.00 

7x16 inches 4 00 

Stay Flat . ..///. . ] '///. '. '//. 1.00 



Dozen 
$16.00 
22.80 
31.20 
36.00 
62.40 
96.00 



Dozen 
$20.00 
40.00 
10.00 



BOILER GRATE 



To fit No. 1 Door 9 inches by 11 inches ^$0^32 

To fit No. 2 Door 10 H inches by 13 inches . . . . . 32 
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BRASS COUPLINGS 



For Coil and Water Front 
Connections 



Each Per Doz. 

V 2 inch Bent or Straight Fine Thread $1.20 $13 . 50 

% inch Bent or Straight Fine Thread 1 . 20 13 . 50 

% inch Bent or Straight Tapped W Iron Pipe size 1 . 20 13 . 50 

% inch Bent or Straight Tapped %" Brass Pipe 1 . 20 13 . 50 

M inch Bent or Straight Tapped %" Brass Pipe 1 . 20 13 . 50 

FIRE-PLAGE DAMPER 



Dimension : / 

Extreme Size ^^^^/ Each 

9 x 24 inch $4.26 

9 x 26 inch 4.54 

9 x 28 inch. 5.06 

9x30 inch 5.60 

9x32 inch 6.14 

9x34 inch 6.66 

9 x 36 inch 7.34 

9 x 42 inch 10 .66 

9 x 48 inch 13.34 

9 x 54 inch : 14.66 

ATLANTIC DOME FIRE-PLACE DAMPERS 

Sizes Length Overall Depth Each 

24 inches 28 inches 13 inches $10.00 

30 inches 34 inches 13 inches 12.50 

36 inches 40 inches 13 inches 15.00 

42 inches 46 inches 13 inches 17.80 

48 inches 52 inches 13 inches 21.00 

SAFETY CHIMNEY PLATES 

Each Dozen 

Regular Style $1 . 70 $18 . 00 

Boston Style . . 2 20 24.00 
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NICKEL KNOBS 




<5* 

COMMON 

% inch, per dozen $1.20 

1 inch, per dozen 1 . 50 

1 }4 inch, per dozen 1 . 70 

1 l /i inch, per dozen 2.00 

1 % inch, per dozen 2 . 60 




ZERO 

% inch, per dozen $1 . 70 

1 inch, per dozen 2.00 

1 X A inch, per dozen ..... 2.50 

1 l A inch, per dozen 3 . 00 



ALASKA DROP KNOB 



SPRING KNOB 




No. 113, per dozen $1.50 

No. 114, per dozen 2.00 

No. 115, per dozen 3.00 




Per dozen . 
Each 



Small 
$2.00 
.20 



Large 
$2.50 
.30 




AIR-TIGHT KNOBS AND CATCHES 
Black, per dozen . . $1 . 00 



3S 



STOVE POLISH 





STOVE POLISH 





STOVE BOLTS 



Flat or Round Heads 




Price per 100 



Size 






M 


% inches 


$0.85 


$0.85 






.85 


.85 


$1.20 


% " 


.85 


.85 


1.20 


H " 


.85 


.85 


1.20 


Vs " 


.90 


.90 


1.25 


l 


.90 


.90 


1.30 




.95 


.95 


1.35 


1.00 


1.00 


1.40 


m - 


1.05 


1.05 


1.45 


im M 


1.10 


1.10 


1.50 


iji ;; 


1.20 


1.20 


1.60 


2 


1.30 


1.30 


1.70 






1.45 


1.85 






1.60 


2.00 


2^ " 




1.70 


2.10 


3 




1.80 


2.20 


3^ " 




2.00 


2.40 


4 




2.20 


2.70 


4^ 




2.40 


3.00 


5 




2.60 


3.30 


5^ " 




2.80 


3.60 


6 




3.05 


3.90 



$1.75 
1.80 
1.85 
1.90 
1.95 
2.00 
2.05 
2.25 
2.45 
2.60 
2.75 
2.90 
3.05 
3.40 
3.70 
4.00 
4.40 
4.80 
5.20 



$2.65 
2.75 
2.85 
2.95 
3.05 
3.15 
3.25 
3.45 
3.85 
4.05 
4.25 
4.45 
4,65 
5.15 
5.65 
6.15 
6.65 
7.15 
7.65 



Nickel Plating, $1.00 extra per 100, added to List Price. 



SINK BOLTS 

Price per 100 



1 inch by X inch. 



1H 

2 

2X 



H 
X 
H 
X 



Price 
$2.10 
2.20 
2.30 
2.40 
2.50 
2.60 



Price 

2Y 2 inch by X inch $2.70 

2% 11 " 14 M 2.80 

3 " " X " 2.90 

3H " " X 14 3.10 

4 " " X " 3.30 
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RIVETS 



¥¥ 





8 

Black , $0.32 

Tinned 42 



Black.. 
Tinned. 



i iji m m 

48 .54 .62 .67 
65 .72 .85 .90 



Price per 1000 

Ounce 
10 12 
$0.36 $0.41 
.48 .55 
Pound 

2 3 3V 2 4 5 6 

.72 .83 .96 1.09 1.20 1.30 1.50 
1.00 1.18 1.38 1.55 1.73 1.93 2.25 



14 
$0.45 
.58 

7 8 
1.75 2.00 
2.61 3.00 



PARKER- KALON HARDENED SELF-TAPPING SHEET METAL 

SCREWS 

Per Gross 
List 

No. 6 x % inch x Jg») $ o.9 6 

No. 7xHinchW'x)i") 1.04 

No. 10 x% inch Qff'xK") 1.36 

No. 14 x % inch (H"xy 8 ") 1.66 

, Invaluable for sheet metal workers for putting up Furnace and Stove pipes 
joining heating and ventilating ducts, making furnace casings and fittings. ' 

Easier, quicker and cheaper to use than Stove Bolts or Rivets. 

By punching a hole a trifle smaller than the screw diameter through as 
many metal sheets as are to be joined, and turning the screw in with a screw 
driver, they act like a tap and the metal is drawn together tightly and will 
stay firmly fastened. 





FOOT RESTS 

Nickel, 3% Inch Diameter 

Per dozen $1 . 40 

Per gross 16.00 
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FOOT RESTS 

CLEAR GLASS 

Horseshoe Style No. 15 and 

Round No. 7 A 

3J4 Inch Diameter 

Less than case lots, per set.. $0.50 ^m^^flf 
Case lots (48 sets) per set.. . .44 ^p^^HBj 
Gross lots ( 1 44 sets) per set . . .40 /^V^*pP| 

Round No. 2 (3 Inch Diameter)/ 

Less than case lots, per set.. $0 . 44^<^^^^B 
Case lots (100 sets) per set.. .40 ®*m^ — 



WHITE OPAL GLASS 

Range Size No. .07 (3J/g Inch Diameter) 

Less than case lots, per set $0. 60 

Case lots (48 sets) per set 54 

Gross lots (144 sets) per set 50 

Gas Range Size No. .08 (2% Inch Diameter) 

Less than case lots, per set , $0.54 

Case lots (36 sets) per set 48 

Gross lots (144 sets) per set 44 



Jg^F^^^l STOVE CASTERS 

j^pBP' i^JSW Gem (ball bearing) per set $4.00 

'| «6 p Per dozen sets 42.00 

iiijljjfc Wffy Rugby, per set 3 . 00 

Per dozen sets 30.00 
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PLASTIC STOVE LINING 





Rutland 



Standard 



No. 
3. , 



STANDARD AND RUTLAND STOVE LINING 

Each 

$0.48 

£ 72 

10 96 

Barrel lots or bulk, per 100 lbs 7 . 20 

KAOLIN 

Per pound 

3^ barrel 

Barrel 



Dozen 
$4.32 
7.20 
10.08 



$0,10 
10.00 
18.00 



CEMENT 

ASBESTOS FURNACE CEMENT 

1 lb. pails, 100 pails in case, per lb $0.32 

!. '.26 

24 

22 

22 

20 

19 

• 19 



2 lb. pails, 50 pails in case, per lb, 

3 lb. pails, 50 pails in case, per lb. . 
51b. pails, 24 pails in case, per lb. . 

10 lb. pails, 18 pails in case, per lb. . 
25 lb. pails, 6 pails in case, per lb. . . 
50 lb. pails, 3 pails in case, per lb. . . 
100 lb. pails, 2 pails in case, per lb. . . 
Case lots one size, special discount. 



STOVE CEMENT 

1 lb. cans, per lb $0.32 

5 lb. cans, per lb 22 

ROOFING CEMENT 
5 and 10 lb. cans, per lb _ $0. 24 

ASBESTOS PAPER 

^ « , „ . ^" Thick 36 " Wi de for covering tin pipes Per Lb. 

Rolls of 50 lbs SO 16 

Rolls of 100 lbs V.\\\V.\V m \\ '.14 

44 




KINDLERS, WICKS AND CARRIERS 

FLORENCE STOVE COMPANY'S 
KINDLERS 



133 A 



0 



136 

Price 

No. 133A Kindlers for Florence Stoves since 1918, per doz $1 .20 

Per gross 3 . 60 

Per gross 13.50 

No. 205A For Giant Burners, Stoves F3-F4, Water Heaters W-l and W-ll, 
Cabinet Heater C2. 

Per Dozen $1.80 Per Gross $20.25 

No. 136 Inner Cylinders, each 60 



No. 181A ( 8 in.) 
No. 96A ( 8 in.) 
No. 200A (12 in.) 
No. 119A (12 in.) 



FLORENCE STOVE COMPANY'S HEATER WICKS 

Dozen 

For Stoves 1921-1927 $6.72 

For Stoves 1916-1920 6.72 

For Stoves 1920-1927 10.08, 

For Stoves 1916-1920 10.08 



Each 
JO. 56 
.56 
.84 
.84 



STANDARD OIL COMPANY'S WICKS AND CARRIERS 
For Oil Cook Stoves 

Dozen 

No. 331 For Perfection and Puritan Burners $5,04 

No. 441 For Giant Superfex Burners 8 .40 

For Oil Heaters 

Dozen 

No. 500 For 500-600-100-200-1500-1600 Line Heaters $6.72 

No. 325 For 300 and 400 Line Heaters 7 .56 



Dozen 

Kerogas Wicks, No. 20 $6.00 

Kerogas Wicks, No. 30 8.65 




ROCKWEAVE WICKS 

For Nesco Oil Cook Stove 



List per Doz. 
.... $4.00 



Per Dozen 

Alcazar $5.00 

Blue Bell 5.00 

Blue Bird 5.00 

Crescent 5.00 

Champion .... 5 .00 

Dangler 5.00 

Gem 5.00 



OIL 



COOK WICKS 

Per Dozen 



Glenwood $5.00 

Lorain 5 . 00 

Miller 5.00 

Monarch 5.00 

Model 5.00 

Monitor 5.00 

Novelty 5.00 

Oil Air 5.00 



Per Dozen 

Peerless $5.00 



Perfect. 
Quick Meal. 
Simmons. . . 
Sunshine. . . 

Success . 

Two- Bees. . . 



5.00 
5.00 
5.00 
5.00 
5.00 
5.00 
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STOVE BOARDS 




No. 80 SQUARE WOOD-LINED CRYSTAL 

(Half dozen packed in a crate) 
Sizes in Inches and Price per Dozen 

24x24 26x26 28x28 30x30 33x33 36x36 
$27.26 $32.24 $37.62 $43.76 $51.74 $61.00 

No. 90 OBLONG WOOD-LINED CRYSTAL 

(Half dozen packed in a crate) 
Sizes in Inches and Prices per Dozen 

24x36 26x32 28x34 30x38 32x42 
$40.50 $39.12 $44.50 $52.12 $59.88 

No. 200 SQUARE PAPER-LINED CRYSTAL 

(One dozen packed in a crate) 
Sizes in Inches and Prices per Dozen 

26x26 28x^28 30x30 32x32 34x34 36x36 
$17.88 $20.24 $23.62 $28.00 $32.62 $37.38 



No. 300 OBLONG PAPER-LINED CRYSTAL 

(One dozen packed in a crate) 
Sizes in Inches and Prices per Dozen 

24x36 26x30 28x32 30x36 32x42 
$24.62 $23.50 $26.62 $32.26 $39.88 
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24x24 
$16.38 



LININGS 



ORDINARY RANGE LININGS 



6 Piece (Full Set) per set $1.35 

4 Piece (Water Front) per set 1 . 08 

5 Piece per set 1.26 

3 Piece per set .81 

Backs, Fronts or Ends per set .54 

Y 2 Backs, Y 2 Fronts or Single Ends each . 27 



EXTRA LARGE 



1 Star (per piece) $0.30 

2 Star (per piece) 35 

3 Star (per piece) .40 

4 Star (per piece) 50 

5 Star (per piece) 60 



sTGE LININGS 

6 Star (per piece) $0.70 

7 Star (per piece). . . . 80 

8 Star (per piece) 90 

9 Star (per piece) 1 .00 

10 Star (per piece).. 1.20 



PARLOR LININGS 

Ordinary (per set) $2.00 

1 Star (per set) 2.50 

2 Star ( per set) 3.00 

3 Star (per set) 3.50 

FURNACE LININGS 

Ordinary (per piece) $0.35 

1 Star (per piece) 45 

2 Star (per piece) 50 

3 Star (per piece) 55 



LAUNDRY LININGS 

Ordinary (per set) $1 . 30 

1 Star (per set) 1.80 

2 Star (per set) 2.70 

CYLINDER LININGS 

8 to 15 inch (per piece) ... $0.08 
16 to 22 inch (per piece) ... .10 
24 to 30 inch (per piece) ... .12 



Special Discount and List on Linings in Barrel Lots shipped direct from 

Factory. 

See our Stove and Furnace Repair Catalogue for stoves and furnaces taking 

Star (*) Lists, 
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MICA 



WE ARE HEADQUARTERS FOR STOVE MICA 

All Sizes 

BOTH No. 1 NORTH CAROLINA 

AND VERMONT GRADES 
Put up in pound or quarter of a pound packages 

or 

Put up in envelopes, one sheet to an envelope, and 
carefully marked. 

Especially convenient and economical for the retail 

trade. 



WATERFRONTS 

Beyond question we have the largest and most varied 
stock of either BLACK OR GALVANIZED WATER- 
FRONTS in New England, all carefully tested under 
pressure. 



COILS TO FIT ALL LEADING RANGES 
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FURNACE AND BOILER 

(STEAM AND WATER) 

REPAIRS 



A SPECIALTY 

We have in stock grate bars for boilers and furnaces 
of the following manufacturers: — 



Abendroth Bros. 

American Boiler Co. 

American Radiator Co. 

Andes Range & Furnace Corp. 

Barstow Stove Co. 

Burden-Bryant Co. 

Boynton Furnace Co. 

Cox, Abram Co. 

Dighton Furnace Co. 

Fox Furnace Co. 

Fuller & Warren Co. 

Glenwood Range Co. 

Graff Furnace Co. 

Hart & Crouse Co. 

Handon Boiler Corp. 

Highland Fdy. Co. 

Homer Furnace Co. 

Howes, S. M. Co. 
Hudson Boiler Co. 
Ideal Htg. & Furnace Co. 
International Heater Co. 
Leonard & Baker Stove Co. 
Lord & Burnham Co. 



McCrum, Howell Co. 

Magee Furnace Co. 

Model Boiler Co. 

Page, W. H. Boiler Co. 

Phillips & Clark Stove Co. 

Pierce, Butler & Pierce Corp. 

Portland Stove Fdy. Co. 

Richardson & Boynton Co. 

Richmond Radiator Co. 

Sill Stove Works 

Smith, H. B. & Co. 

Smith & Thayer 

Smith & Anthony 

Sterling Range & Furnace Corp. 

The Thatcher Co. 

Union Stove Works 

Utica Heater Co. 

U. S. Radiator Corp. 
Walker, Pratt Mfg. Co. 
Weir Stove Co. 
White-Warner Co. 
Williamson Heater Co. 



Repair parts in stock or those that can be obtained in Boston 
will be shipped and billed the same day order is received. 
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REMEMBER 

We are the only house in New England that makes a 

SPECIALTY 

Of Stove, Furnace and Heater Repairs and Stove 
Dealers' Sundries. 

CONSEQUENTLY 

We CAN and DO carry the LARGEST and MOST 
VARIED stock of Repair Parts in New England, and 
CAN and DO give that attention to this business 
which is so necessary for quick and careful shipments. 

Call on us when in Boston and let us show you our 
stock of Heater Bars, Waterfronts, and Range Parts, 
etc., and let us satisfy you as to our claims. Mean- 
while send your orders to 

HEADQUARTERS 

FOR RANGE, STOVE and FURNACE REPAIRS 



HUSE & CARLETON, INC. 
91 to 97 Blackstone Street BOSTON, MASS. 
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INDEX 



A 



Acme Fry Pans 27 

Acme Spiders . . 27 

Air Tight Knobs & Catches 38 

American Dampers 16 

American Damper Clips 16 

Annealed Wire 35 

Asbestos Furnace Cement 44 

Asbestos Paper 44 

Ash Doors 36 

Ash Dumps 36 

Atlantic Fireplace Dampers 37 



B 



Blacking — Blazer 39 

Blackene . .. 39 

Black Silk 39 

Pingo 40 

Royal Worcester 40 

Sapolin 39 

Stovink 40 

Black Varnish 35 

Boards, Stove 46 

Boiler Doors . . . . 36 

Boiler Grates 36 

Bolts 41 

Boots — Stove 13 

Boynton Regulators 19 

Brass Couplings 37 

Brushes 20, 21, 35 



Casing Collars . . 11 

Casters 43 

Cement — Furnace & Stove 44 

Roofing 44 

Ceiling Registers 25 

Chimney — Bases 22 

Plates 37 

Thimbles 8 

Collars — Stove Pipe 34 

Wide Flange 34 

Couplings 37 

Crown Flue Stoppers 34 

Crown Pipe Collars 34 
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D 



Dampers 16-20, 37 

Damper Clips 16 

Daubers 35 

Domestic Water Heaters 20 

Draft Breakers 15 

Drop Elbows 15 



E 

Elbows — Stove 14, 15 

Furnace Galv 10 

Furnace Tin 4, 5 

Erie Hollow Ware 26, 27, 28 

Espey Ventilators 22 



F 

Fire Clay 44 

Fireplace Dampers 37 

Flanged Collars 34 

Floor & Ceiling Registers 23-25 

Flue Brushes 20, 21 

Flue Stoppers 34 

Foot Rests 42, 43 

Fry Pans 27 

French Roll Pans 27 

Funnel Irons 32 

Furnace — Brushes 20, 21 

Dampers 17, 18, 19. 20 

Pipe & Fittings 3-15 

Pokers 33 



G 

Galvanized Pipe & Fittings 9-11 

Gem Ball Bearing Casters 43 

Gem Pans 27 

Glenwood or Weir Dampers 20 

Glass Stove Leg Rests , 43 

Globe Ventilator 22 

Grates — Boiler 36 

Grilles— Wood 24 

Griddles 26 



H 

Heater Brushes 20, 21 

Hollow Ware . 26-28 

Hot Air Dampers 17 

Household or White Warner Dampers.. 19 

Huse-Check Dampers 19 
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Increasers 
Indicators 



I 



8, 9, 13 
, , . . 32 



K 

Kaolin 44 

Kerogas Wicks • • 45 

Kindlers 45 

Knobs— Stove & Spring 38 

Knox Tarnish Polish 40 



Lawson Dampers *8 

Leg Rests 42, 43 

Lifters 32 

Lining — Fire Clay 44 

Lining Price List 4/ 



N 

Never Slip Stove Lifters 32 



Oil Cook Wicks 45 

O. K. Registers . 25 

O. K. Thimbles 25 



Perfection Wicks 45 

Pingo y 40 

Pipe — Stove ^ 

Tin 3 

Galv 9 

Pipe Collars 34 

Plastic Stove Lining 44 

Pokers ■ 33 

Polish— Stove 39, 40 

Price List on Linings — 47 
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R 



Read Dampers 18 

Reducers — Galv 9 

Black 13 

Tin 8 

Registers— Floor & Ceiling . 23, 24, 25 

Round Revolving 24 

Register Borders 23 

Register Faces — Iron 23 

Wood 24 

Regulators — Boynton 19 

Richardson & Boynton Dampers 18 

Rivets 42 

Rods — Stove & Laundry , 34 

Roofing Cement 44 

Royal Worcester Polish 40 

Rotary Ventilator V. 22 

Rutland — Fire Clay 44 



S 

Safety Thimbles 37 

Sapolin 39 

Scotch Bowls 26 

Scrapers 33 

Screws — Parker- Kalon 42 

Shanty Caps 22 

Shovels— Stove .30, 31 

Sinks 29 

Sink Bolts 41 

Sink Strainers & Couplings 28 

Slate Borders 24 

Smoke Pipe Dampers • 16 

Spiders ... ...26, 27 

Spring Knobs 38 

Stovink 40 

Stove— Blacking 39, 40 

Boards 46 

Bolts 41 

Boots 13 

Brushes 35 

Casters 43 

Clay 44 

Knobs 38 

Leg Rests 42, 43 

Lifters 32 

Pipe & Fittings 12-15 

Pokers 33 

Polish 39, 40 

Rods -.. 34 

Shovels 30, 31 
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T 



Tees-Black & Galv. & Tin 8, 10, 13 

Thimbles— O. K , 25 

Sheet Iron 8 

Three in One Check Dampers 17 

Tin Furnace Pipe & Fittings 3-8 

Tite Top Dutch Ovens 28 



U 

Uncle Sam Dampers 1? 



Varnish-Black 35 

Ventilators 22 



W 

Waffle Irons 28 

Walker Dampers 17 

Water Heaters (Domestic) 20 

Weir Dampers 20 

White Warner Dampers 19 

Wicks 45 

Wire Annealed . . .' 35 

Wire Brushes 20, 21 

Wood Faces • • 24 



Yankee Bowls 26 
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EXCLUSIVE AGENTS FOR REPAIRS OF 
FOLLOWING MANUFACTURERS 



White- Warner Co. 

Taunton Iron Works Co. 
The Beckwith Co. 
Sill Stove Works 

Wincroft Stove Works 



SPECIAL AGENTS FOR 

Walker & Pratt Mfg. Co. 

0. G. Thomas Co. 

Richardson & Boynton Co. 
Phillips & Clark Stove Co. 

International Heater Co. 

Syracuse Stove Works £^ 
Kernan Furnace Co. 

J. F. Pease Furnace Co. 

Russell Wheeler Sons 

Carton Furnace Co. 

Richmond Radiator Co. 



